p.g. a e. 

JOB NO. 54701843 
DEPARTMENT WATER 
FUNCTION INVALID 
RELATED JOB NO. NONE 
ADC INDICATOR OFF 
MLX NUMBER NONE 
BASIC BUS FUNC 03 
COORDINATOR RC 02 693 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 
DESCRIPTION TRANSMISSION MAIN GENERAL 



MAY 1989 



BILLING 

DSC NUMBER NONE 
RULE NO. NONE 
LIC. PROJECT NO. NONE 
PIN GD 02 21 
PROGRAM - 3 



NONE 



DIV. 2 - SAN FRANCISCO 
ASSIGNED TO 
ANALYST 



DATE CLOSED 



PHASE P 



START DATE 11/07/88 
OPER. DATE 11/25/88 
COMP. DATE 11/25/88 



AUTHORIZED 
15,365 



YEAR 88 



ACTUAL 
12,243.99 



-AUTHORIZED DIRECT BY YEAR- 
YEAR 

AUTHORIZED ACTUAL 



AUTHORIZED 



YEAR 



ACTUAL 



AUTHORIZED 



YEAR 



ACTUAL 



YEARS REMAINING 
AUTHORIZED ACTUAL 

2,523.50 



CAPITAL 
REMOVAL 
MEMO M & 

AUTHORIZED DIRECT 
INDIRECTS & OVERHEADS 

GROSS FIN. 
O.C.I. 
SALVAGE 

CREDITS NOT INCLUDED 

IN AMOUNT AUTHORIZED 
MANDAYS 



ESTIMATED 

.00 
.00 

15,365.00 
15,365.00 X 

6,830.00 
22,195.00 XX 



00 



62 



JOB COMPARISONS 
ACTUAL 

2,911 .23 
.00 

11,856.26 
14,767.49 X 

6,112.64 
20,880.13 XX 
.00 
.00 

.00 

100 



DIFFERENCE 

2,911 .23-0 

.00 

3,508.74 

597.51 X 

1,314.87 xx 

.00 



38- 



PCT. VARIANCE 



.0 
.0 

22.8 



OVERRUN 



UNDERRUN 



3.8 X 



5.9 XX 



UNDERRUN 



UNDERRUN 



61.2- 



OVERRUN 



LABOR CHARGES DURING FOLLOWING MONTH -88- N D-89- 3 4 

R228JA CONTROL SEQUENCE NO. 40,488 SHEET NO. 1 SOURCE DOC. MO. 0234G91721 



JOB NO. 54701843 



P.G. & E. 

JOB NO. 54701843 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 

DIV. 2 - SAN FRANCISCO 



CAPITAL 
ADC INDICATOR OFF 



ACCOUNT 1124 - MAINS 
LOCATION 101-MAIN 0101 



SUB-ACCT 24-24 IN MAIN INST COMPLETE 



COST 
ELEMENT 



DESCRIPTION 



YEAR 



066 MAJOR CONTRACT-OTHER 

226 ADMV & GENERAL EXPENSE 

227 GENERAL ENGRNG EXPENSE 
6 98 MISCL aUNCLASS MATERIAL 

SUB-TOTAL-DIRECT 

SUB-TOTAL-piRECT-INDIR-OVHDS 

196 PLANT ADDITIONS-COMP GEN 

000970000 

BALANCE 

AUTHORIZED DIRECT 



AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



210.00 
24.75 
3.64 
154.00 

364.00 5£ 

392.39 X 

392.39- 

.00 X 
.00 M 



-88- D 

-88- D 

-88- D 

-88- D 



DETAIL ACTIVITY 
YEAR & MONTH 



ESTIMATED MANHOURS 



X 



R228JA CONTROL SEQUENCE NO. 40,489 SHEET NO. 2 SOURCE DOC. NO. 0234G91721 ACCOUNT 1124 JOB NO. 54701843 



P.G. & E. 

JOB NO. 54701843 



CAPITAL 
ADC INDICATOR OFF 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



ACCOUNT 1124 - MAINS 
LOCATION 132-MAIN 0132 



MAY 1989 



DIV. 



SAN FRANCISCO 



SUB-ACCT 30-30 IN MAIN INST COMPLETE 



COST 
ELEMENT 



DESCRIPTION 



YEAR 



AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



006 PHYSICAL ST TIME 
052 CONST EQUIP USE-GEN CONS 
091 G.C. PER DIEM ALLOWANCE 
220 TOOL EXPENSE-GEN CONST 

222 GEN. CONST. SUPERVISION 

223 G.C. FIELD SUPERVISION 

226 ADMV a GENERAL EXPENSE 

227 GENERAL ENGRNG EXPENSE 
229 NON-PRODUCTIVE TIME-GC 
231 P/R ADDT-PEN/SFP-GC 
452 P/R ADDT-TAXES GC 

495 MEAL EXPENSES 
617 GENERAL HARDWARE 

SUB-TOTAL-DIRECT 

SUB-TOTAL-DIRECT-INDIR-OVHDS 

196 PLANT ADDITIONS-COMP GEN 

000970000 

BALANCE 

AUTHORIZED DIRECT 



385.08 
260.00 
20.16 
7.16 
35.81 
31.04 
72.64 
10.38 
92.42 
135.37 
53.81 
16 .92 
9.88 



432.04 3£ 
1,130.67 X 
1,130.67- 



,00 X 
.00 X 



20 
20 
20 








3 




-88- N 

"-88- N 

"-88- N 

-88- N 

-88- N 

"-88- N 

-88- N 

-88- N 

"-88- N 

"-88- N 

-88- N 

"-88- N 

"-89- 1 



DETAIL ACTIVITY 
YEAR S MONTH 



ESTIMATED MANHOURS 



* 



R228JA CONTROL SEQUENCE NO. 40,490 SHEET NO. 



3 SOURCE DOC. NO. 0234G91721 ACCOUNT 1124 JOB NO. 54701843 



P.G. & E . 

JOB NO. 54701843 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 



DIV. 



2 - SAN FRANCISCO 



CAPITAL 
ADC INDICATOR OFF 



ACCOUNT 1224 - MAINS 



COST 
ELEMENT 



DESCRIPTION 



YEAR 



AMOUNT 



QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



006 PHYSICAL ST TIME 


1,273.45 


72 


-88- 


N 


007 PHYSICAL OVERTIME 


654.13 


23 


-88- 


N 


050 CONST EQUIP USE-REGIONS 


453.00 


54 


-88- 


N 


o i /l mm pvd pkiqp— DPrsTnhiAi 
clo lUUL Cat CNoil KnulUlNAL 


ilU .07 


u 


-88- 


N 


218 SUP a ENG-TRSF TO CONST 


927 .25 





-88- 


N 


219 REGIONAL A & G EXPENSES 


242.85 





-88- 


N 


226 ADMV.& GENERAL EXPENSE 


342.20 





-88- 


N 


227 GENERAL ENGRNG EXPENSE 


48.89 





-88- 


N 


ooo wnM — PPnniirTTWF TTMF-RFfiN 
C.CO NUli ri\UUUl>l IVC IX IMC rvL.Ul'l 


CO U • JL o 


o 


-88- 


N 


230 P/R ADDT-PEN/SFP-REGN-GO 


625.90 





-88- 


N 


451 P/R ADDT-TAXES REGN-GO 


248.81 





-88- 


N 


469 MEAL ALLOHANCE 


56.00 


5 


-88- 


N 


490 MEAL SSL 0DGING-0THERS 


16.55 


3 


-88- 


N 


SUB-TOTAL-DIRECT 


2,000.13 X 








SUB-TOTAL-DIRECT-INDIR-OVHDS 


5,279.58 * 








196 PLANT ADDITIONS-COMP GEN 


5,279.58- 








000970000 










BALANCE 


.00 X 








AUTHORIZED DIRECT 


. 00 3€ 




ESTIMATED MANH0URS 





DETAIL ACTIVITY 
YEAR S MONTH 



X 



R228JA CONTROL SEQUENCE NO. 40,491 SHEET NO. 



4 SOURCE DOC. NO. 0234G91721 ACCOUNT 1224 JOB NO. 54701843 



p.g. a e. 

JOB NO. 54701843 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 

DIV. 2 - SAN FRANCISCO 



CAPITAL 
ADC INDICATOR OFF 



ACCOUNT 1224 - MAINS 



SUB-ACCT 30-30 IN MAIN INST COMPLETE 



COST 
ELEMENT 



DESCRIPTION 



YEAR AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



462 MISCL MEETING EXPENSES 

SUB-TOTAL-DIRECT 

SUB-TOTAL-DIRECT-INDIR-OVHDS 

196 PLANT ADDITIONS-COMP GEN 

000970000 

BALANCE 

AUTHORIZED DIRECT 



115.06 
115.06 x 
115.06 3« 
115.06- 

.00 X 
.00 * 



-88- D 



DETAIL ACTIVITY 
YEAR & MONTH 



ESTIMATED MANHOURS 



X 



R228JA CONTROL SEQUENCE, NO. 40,492 SHEET NO. 5 SOURCE DOC. NO. 0234G91721 ACCOUNT 1224 JOB NO. 54701843 



P.G. & E. 

JOB NO. 54701843 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



DIV. 



MAY 1989 



22 - GENERAL OFFICE 



CAPITAL 
ADC INDICATOR OFF 



COST 
ELEMENT 



DESCRIPTION 



ACCOUNT 1224 - MAINS 



YEAR AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



617 GENERAL HARDWARE 
SUB-TOTAL -DIRECT 
BALANCE 

AUTHORIZED DIRECT 



.00 

.00 H 

. 00 3€ 

.00 3C 



ESTIMATED MANHOURS 



-88- D-89- 



DETAIL ACTIVITY 
YEAR & MONTH 



X 



R228JA CONTROL SEQUENCE NO. 40,493 SHEET NO. 6 SOURCE DOC. NO. 0234G91721 ACCOUNT 1224 JOB NO. 54701843 



P.G. & E. 

JOB NO. 54701843 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 

DIV. 22 - GENERAL OFFICE 



CAPITAL 
ADC INDICATOR OFF 



ACCOUNT 1224 - MAINS 



COST 
ELEMENT 



DESCRIPTION 



462 MISCL MEETING EXPENSES 

SUB-TOTAL-DIRECT 

BALANCE 

AUTHORIZED DIRECT 



SUB-ACCT 30-30 IN MAIN INST COMPLETE 



YEAR AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



DETAIL ACTIVITY 
YEAR & MONTH 



.00 

.00 X 

. 00 5€ 

. 00 36 



-88- N D 



ESTIMATED MANHOURS 



X 



( 



R228JA CONTROL SEQUENCE NO. 40,494 SHEET NO. 7 SOURCE DOC. MO. 0234G91721 ACCOUNT 1224 JOB NO. 54701843 



P.G. & E . 

JOB NO. 54701843 
MEMO M&O 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 



DIV. 



2 - SAN FRANCISCO 



ACCOUNT 1502 - MAINTENANCE OF MAINS 



SUB-ACCT 11-REPAIR LEAKS 



COST 
ELEMENT 



DESCRIPTION 



YEAR 



233 STORES EXPENSE-ASSESSED 
398 GAS MINOR MTL - ALLOC 

SUB-TOTAL-DIRECT 

BALANCE 

AUTHORIZED DIRECT 



AMOUNT 



28.49 
5.61 



QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



.00 X 
34.10 X 
8,490.00 3€ 



ESTIMATED MANHOURS 



-88- 
"-88- 



N D 
N D 



DETAIL ACTIVITY 
YEAR & MONTH 



176 x 



R228JA CONTROL SEQUENCE NO. 40,495 SHEET NO. 8 SOURCE DOC. NO. 0234G91721 ACCOUNT 1502 JOB NO. 54701843 



P.G. & E. 

JOB NO. 54701843 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 

DIV. 2 - SAN FRANCISCO 



MEMO MaO 



ACCOUNT 1502 - MAINTENANCE OF MAINS 
ACTIVITY 3664 REPAIR LINES-GAS 



SUB-ACCT 11-REPAIR LEAKS 
SUBACTIV 2040 REPAIR TRANS LINES 



COST 
ELEMENT 



DESCRIPTION 



YEAR 



870250 FTG FLANGED SP 
875699 MISC MATERIAL 

393 X-RAY INSPECTION 

617 GENERAL HARDWARE 

646 AUTOMOTIVE EQUIP & PARTS 



SUB-TOTAL-DIRECT 
BALANCE 

AUTHORIZED DIRECT 



AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



134.19 
150.68 
1,559.50 
8.04 
97.77 

1,950.18 X 

1,950.18 M 

.00 X 



ESTIMATED MANHOURS 



-88- N D 
"-88- N 

-89- 1 
"-88- D 
"-88- N 



DETAIL ACTIVITY 
YEAR & MONTH 



X 



( 



R228JA CONTROL SEQUENCE NO. 40,496 SHEET NO. 9 SOURCE DOC. NO. 0234G91721 ACCOUNT 1502 JOB NO. 54701843 



P.G. & E. 



CONSTRUCTION ACCOUNTING DEPARTMENT 



MAY 1989 



JOB NO. 



54701843 



ANALYSIS JOB COST REPORT 



DIV. 



2 - SAN FRANCISCO 



MEMO Mao 



ACCOUNT 1502 - MAINTENANCE OF MAINS 
LOCATION 132-MAIN 0132 



COST 
ELEMENT 



DESCRIPTION 



YEAR 



220 TOOL EXPENSE-GEN CONST 

222 GEN. CONST. SUPERVISION 

223 G.C. FIELD SUPERVISION 
229 NON-PRODUCTIVE TIME-GC 

SUB-TOTAL-DIRECT 

BALANCE 

AUTHORIZED DIRECT 



AMOUNT 



QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



.86 
4.32 
3.74 
9.60 

. 00 55 

18.52 X 

.00 56 



ESTIMATED MANHOURS 



-88- N 

"-88- N 

"-88- N 

"-88- N 



DETAIL ACTIVITY 
YEAR a MONTH 



5e 



R228JA CONTROL SEQUENCE NO. 40,497 SHEET NO. 10 SOURCE DOC. NO. 0234G91721 ACCOUNT 1502 JOB NO. 54701843 



P.G. & E. 

JOB NO. 54701843 
MEMO MaO 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



ACCOUNT 1502 - MAINTENANCE OF MAINS 
LOCATION 132-MAIN 0132 
ACTIVITY 3664 REPAIR LINES-GAS 



DIV, 



MAY 1989 



2 - SAN FRANCISCO 



COST 
ELEMENT 



DESCRIPTION 



YEAR 



006 PHYSICAL ST TIME 

007 PHYSICAL OVERTIME 

052 CONST EQUIP USE-GEN CONS 
091 G.C. PER DIEM ALLOWANCE 

SUB-TOTAL-DIRECT 

BALANCE 

AUTHORIZED DIRECT 



AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



40.00 
8.00 
2.00 
7.00 

55.00 H 

57.00 x 

.00 H 



ESTIMATED MANHOURS 



-88- N 

"-88- N 

"-88- N 

"-88- N 



DETAIL ACTIVITY 
YEAR & MONTH 



X 



R228JA CONTROL SEQUENCE NO. 40,498 SHEET NO. 11 SOURCE DOC. MO. 0234G91721 ACCOUNT 1502 JOB NO. 54701843 



p.g. a e. 

JOB NO. 54701843 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MEMO M&O 



ACCOUNT 1502 - MAINTENANCE OF MAINS 
LOCATION 132-MAIN 0132 



MAY 1989 



DIV. 



SAN FRANCISCO 



SUB-ACCT 11-REPAIR LEAKS 



COST 
ELEMENT 



DESCRIPTION 



YEAR 



AMOUNT 



QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



216 TOOL EXPENSE-REGIONAL 


34. 


65 







-88- 





219 REGIONAL A & G EXPENSES 


54. 


44 







-88- 





220 TOOL EXPENSE-GEN CONST 


8. 


56 







-88- 


N 


222 GEN. CONST. SUPERVISION 


42. 


78 







-88- 


N 


223 G.C. FIELD SUPERVISION 


37 . 


07 







-88- 


N 


228 NON-PRODUCTIVE TIME-REGN 


82. 


49 







-88- 





229 NON-PRODUCTIVE TIME-GC 


110. 


38 







-88- 


N 


233 STORES EXPENSE-ASSESSED 


475. 


89 







-88- 


N 


398 GAS MINOR MTL - ALLOC 


87. 


30 







-88- 


N 


SUB-TOTAL-DIRECT 




00 










BALANCE 


933. 


56 


36 








AUTHORIZED DIRECT 




00 






ESTIMATED MANHOURS 





DETAIL ACTIVITY 
YEAR & MONTH 



3€ 



R228JA CONTROL SEQUENCE NO. 40,499 SHEET NO. 12 SOURCE DOC. MO. 0234G91721 ACCOUNT 1502 JOB NO. 54701843 



P.G. & E. 

JOB NO. 54701843 



MEMO Mao 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



ACCOUNT 1502 - MAINTENANCE OF MAINS 
LOCATION 132-MAIN 0132 
ACTIVITY 3664 REPAIR LINES-GAS 



MAY 1989 



DIV. 



SAN FRANCISCO 



SUB-ACCT llr-REPAIR LEAKS 
SUBACTIV 2040 REPAIR TRANS LINES 



COST 
ELEMENT 



DESCRIPTION 



YEAR AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



010501 


PIPE STEEL 30" OD FT 


4,224 


.62 


40 


490059 


NITROGEN PURE ES 32-71CF 


177 


84 


2,964 


875699 


MISC MATERIAL 


281 


13 





006 


PHYSICAL ST TIME 


569 


40 


32 


019 


MGMT/PROF ST TIME 


302 


96 


16 


046 


MILEAGE-GENERAL CONST 


43 


80 


73 


050 


CONST EQUIP USE-REGIONS 


120 


00 


16 


067 


FREIGHT 


199 


40 





077 


LANDSCAPING 


964 


00 





091 


G.C. PER DIEM ALLOHANCE 


24 


92 


8 


SUB- 


-TOTAL-DIRECT 


6,744 


27 3f 




BALANCE 


6,908 


07 X 





-88- 
"-88- 
"-88- 
"-88- 
"-88- 
"-88- 
"-88- 
"-88- 
"-89- 
"-88- 



DETAIL ACTIVITY 
YEAR & MONTH 



AUTHORIZED DIRECT 



.00 X 



ESTIMATED MANHOURS 



3f 



R228JA CONTROL SEQUENCE NO. 40,500 SHEET NO. 



13 SOURCE DOC. NO. 0234G91721 ACCOUNT 1502 JOB NO. 54701843 



P.G. & E. 

JOB NO. 54701843 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 



DIV. 22 - GENERAL OFFICE 



MEMO M&O 



ACCOUNT 1502 - MAINTENANCE OF MAINS 
ACTIVITY 3654 MAINT OF LINES OTHER-GAS 



SUB-ACCT 6-REPAIR PIPE COATING 
SUBACTIV 2040 MAINTAIN TRANS MAINS 



COST 
ELEMENT 



DESCRIPTION 



011485 PIPE STEEL 30" OD 
SUB-TOTAL-DIRECT 
BALANCE 

AUTHORIZED DIRECT 



YEAR AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



DETAIL ACTIVITY 
YEAR & MONTH 



FT 



723.61 

723.61 56 

723.61 36 

. 00 56 



12 



ESTIMATED MANHOURS 



-88- N 



56 



R228JA CONTROL SEQUENCE: NO. 40,501 SHEET NO. 14 SOURCE DOC. NO. 0234G91721 ACCOUNT 1502 JOB NO. 54701843 



p. 6. a e. 

JOB NO. 54701843 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 



DIV. 



2 - SAN FRANCISCO 



MEMO M&O 



ACCOUNT 1602 - MAINS LEAK CLAMPS 
LOCATION 132-MAIN 0132 



COST 
ELEMENT 



DESCRIPTION 



220 TOOL EXPENSE-GEN CONST 

222 GEN. CONST. SUPERVISION 

223 G.C. FIELD SUPERVISION 
229 NON-PRODUCTIVE TIME-GC 

SUB-TOTAL-DIRECT 

BALANCE 

AUTHORIZED DIRECT 



YEAR AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



2.62 
13.08 
11.33 
29.28 

. 00 3£ 

56.31 3£ 

.00 * 



ESTIMATED MANHOURS 



-88- N 

"-88- N 

"-88- N 

"-88- N 



DETAIL ACTIVITY 
YEAR & MONTH 



X 



R228JA CONTROL SEQUENCE NO. 40,502 SHEET NO. 15 SOURCE DOC. NO. 0234G91721 ACCOUNT 1602 JOB NO. 54701843 



P.G. & E. 

JOB NO. 54701843 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 

DIV. 2 - SAN FRANCISCO 



MEMO M&O ACCOUNT 1602 - MAINS LEAK CLAMPS 

LOCATION 132-MAIN 0132 
ACTIVITY 3664 REPAIR LINES-GAS 



COST 
ELEMENT 



DESCRIPTION 



YEAR AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



006 PHYSICAL ST TIME 

007 PHYSICAL OVERTIME 

052 CONST EQUIP USE-GEN CONS 
091 G.C. PER DIEM ALLOWANCE 

SUB-TOTAL-DIRECT 

BALANCE 

AUTHORIZED DIRECT 



122.00 
23.00 
6.00 
21.00 

166 . 00 X 

172.00 36 

.00 * 



5 

2 
4 



ESTIMATED MANHOURS 



-88- N 
-88- N 
"-88- N 
-88- N 



DETAIL ACTIVITY 
YEAR & MONTH 



X 



R228JA CONTROL SEQUENCE NO. 40,503 SHEET NO. 16 SOURCE DOC. NO. 0234G91721 ACCOUNT 1602 JOB NO. 54701843 



P. 6. & E. 

JOB NO. 54701843 
MEMO M&O 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



ACCOUNT 1603 - MAINS OTHER 
LOCATION 132-MAIN 0132 



COST 
ELEMENT 



DESCRIPTION 



YEAR 



220 TOOL EXPENSE-GEN CONST 

222 GEN. CONST. SUPERVISION 

223 G.C. FIELD SUPERVISION 
229 NON-PRODUCTIVE TIME-GC 



SUB-TOTAL-DIRECT 
BALANCE 

AUTHORIZED DIRECT 



AMOUNT 



8.74 
43.70 
37 .87 
97.07 



QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



.00 X 
187.38 X 
. 00 3€ 



ESTIMATED MANHOURS 



-88- N 
-88- N 
"-88- N 
-88- N 



DIV. 



MAY 1989 



2 - SAN FRANCISCO 



DETAIL ACTIVITY 
YEAR & MONTH 



3€ 



R228JA CONTROL SEQUENCE NO. 40,504 SHEET NO. 17 SOURCE DOC. NO. 0234G91721 ACCOUNT 1603 JOB NO. 54701843 



P.G. & E. 



CONSTRUCTION ACCOUNTING DEPARTMENT 



MAY 1989 



JOB NO. 



54701843 



ANALYSIS JOB COST REPORT 



DIV, 



2 - SAN FRANCISCO 



MEMO M&O 



ACCOUNT 1603 - MAINS OTHER 
LOCATION 132-MAIN 0132 
ACTIVITY 3664 REPAIR LINES-GAS 



COST 
ELEMENT 



DESCRIPTION 



YEAR AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



DETAIL ACTIVITY 
YEAR & MONTH 



006 PHYSICAL ST TIME 


404 


47 




25 


-88- 


N 


007 PHYSICAL OVERTIME 


81 


04 




5 


-88- 


N 


052 CONST EQUIP USE-GEN CONS 


17 


00 




6 


-88- 


N 


091 G.C. PER DIEM ALLOWANCE 


64 


04 




20 


-88- 


N 


SUB-TOTAL-DIRECT 


549 


55 


3« 








BALANCE 


566 


55 


3£ 








AUTHORIZED DIRECT 




00 


3€ 




ESTIMATED MANHOURS 





x 



R228JA CONTROL SEQUENCE NO. 40,505 SHEET NO. 18 SOURCE DOC. NO. 0234G91721 ACCOUNT 1603 JOB NO. 54701843 



p.g. a e. 

JOB NO. 54701843 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 



DIV, 



2 - SAN FRANCISCO 



MEMO M&O 



ACCOUNT 1607 - SERVICES 
LOCATION 132-MAIN 0132 



COST 
ELEMENT 



DESCRIPTION 



YEAR 



220 TOOL EXPENSE-GEN CONST 

222 GEN. CONST. SUPERVISION 

223 G.C. FIELD SUPERVISION 
229 NON-PRODUCTIVE TIME-GC 

SUB-TOTAL-DIRECT 

BALANCE 

AUTHORIZED DIRECT 



AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



DETAIL ACTIVITY 
YEAR & MONTH 



5.24 
26.19 
22.70 
58.08 

. 00 3£ 

112.21 X 

.00 X 



ESTIMATED MANHOURS 



-88- N 

"-88- N 

"-88- N 

"-88- N 



X 



R228JA CONTROL SEQUENCE NO. 40,506 SHEET NO. 19 SOURCE DOC. NO. 0234G91721 ACCOUNT 1607 JOB NO. 54701843 



P.G. & E. 

JOB NO. 54701843 



MEMO M&O 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



ACCOUNT 1607 - SERVICES 
LOCATION 132-MAIN 0132 
ACTIVITY 3664 REPAIR LINES-GAS 



DIV. 



MAY 1989 



SAN FRANCISCO 



COST 
ELEMENT 



DESCRIPTION 



YEAR 



AMOUNT 



QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



006 PHYSICAL ST TIME 


242 


00 




10 


-88- 


N 


007 PHYSICAL OVERTIME 


49 


00 







-88- 


N 


052 CONST EQUIP USE-GEN CONS 


11 


00 




4 


-88- 


N 


091 G.C. PER DIEM ALLOWANCE 


39 


00 




8 


-88- 


N 


SUB-TOTAL-DIRECT 


330 


00 


36 








BALANCE 


341 


00 


56 








AUTHORIZED DIRECT 




00 


3£ 




ESTIMATED MANHOURS 





DETAIL ACTIVITY 
YEAR & MONTH 



X 



R228JA CONTROL SEQUENCE NO. 40,507 SHEET NO. 20 SOURCE DOC. MO. 0234G91721 ACCOUNT 1607 JOB NO. 54701843 



P.G. S E. CONSTRUCTION ACCOUNTING DEPARTMENT MAY 1989 

JOB NO. 54701843 ANALYSIS JOB COST REPORT DIV. 2 - SAN FRANCISCO 

MEMO M&O ACCOUNT 1855 - MAINS EXPENSES 

COST DESCRIPTION YEAR AMOUNT QUANTITY QUANTITY QUANTITY DETAIL ACTIVITY 

ELEMENT CHARGED INSTALLED DIFFERENCE YEAR & MONTH 

AUTHORIZED DIRECT 6,875.00 * ESTIMATED MANHOURS 320 * 



R228JA CONTROL SEQUENCE NO. 40,508 SHEET NO. 21 SOURCE DOC. NO. 0234G91721 ACCOUNT 1855 JOB NO. 54701843 



p.g. a e. 

JOB NO. 54701843 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 

DIV. 2 - SAN FRANCISCO 



MEMO M&O 



ACCOUNT 1855 - MAINS EXPENSES 
LOCATION 132-MAIN 0132 



COST 
ELEMENT 



DESCRIPTION 



YEAR AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



DETAIL ACTIVITY 
YEAR & MONTH 



216 TOOL EXPENSE-REGIONAL 


76 


26 







-88- 


N 


219 REGIONAL A 8 G EXPENSES 


167 


78 







-88- 


N 


228 NON-PRODUCTIVE TIME-REGN 


201 


60 







-88- 


N 


SUB-TOTAL-DIRECT 




00 










BALANCE 


445 


64 










AUTHORIZED DIRECT 




00 


"3€ 




ESTIMATED MANHOURS 





x 



i 



R228JA CONTROL SEQUENCE NO. 40,509 SHEET NO. 22 SOURCE DOC. NO. 0234G91721 ACCOUNT 1855 JOB NO. 54701843 



p.g. a e. 

JOB NO. 54701843 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 

DIV. 2 - SAN FRANCISCO 



MEMO M&O 



ACCOUNT 1855 - MAINS EXPENSES 

LOCATION 132-MAIN 0132 

ACTIVITY 3475 LINE OPERATION-OTHER-GAS 



SUBACTIV 6034 TRANS MAIN EXPENSE 



COST 
ELEMENT 



DESCRIPTION 



YEAR 



006 PHYSICAL ST TIME 

007 PHYSICAL OVERTIME 
044 MILEAGE-REGIONS 

050 CONST EQUIP USE-REGIONS 
469 MEAL ALLOWANCE 

SUB-TOTAL-DIRECT 

BALANCE 

AUTHORIZED DIRECT 



AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



916.38 
407.27 
23.65 
95.00 
14.00 

1,337.65 M 

1,456.30 X 

.00 X 



56 
15 
55 
19 
1 



ESTIMATED MANHOURS 



-88- N 
"-88- N 
-88- N 
-88- N 
"-88- N 



DETAIL ACTIVITY 
YEAR & MONTH 



X 



R228JA 



CONTROL SEQUENCE NO. 40,510 SHEET NO. 



23 SOURCE DOC. NO. 0234G91721 ACCOUNT 1855 JOB NO. 54701843 



p.g. a e. 

JOB NO. 54701843 
MEMO OTHER COSTS 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



ACCOUNT 8026 - GC ADMN.&GEN EXP-OFFICE 
ACTIVITY 6190 MGMT & SUPERVISION 



COST 
ELEMENT 



DESCRIPTION 



YEAR 



021 MGMT/PROF OVERTIME 
046 MILEAGE-GENERAL CONST 

SUB-TOTAL-DIRECT 

BALANCE 

AUTHORIZED DIRECT 



AMOUNT 



272.50 
60.00 



QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



10 
100 



272.50 X 
332.50 * 
.00 X 



ESTIMATED MANHOURS 



-88- 
"-88- 



D 
D 



DIV. 



MAY 1989 
GENERAL CONSTRUCTION 



DETAIL ACTIVITY 
YEAR & MONTH 



X 



R228JA CONTROL SEQUENCE NO. 40,511 SHEET NO. 24 SOURCE DOC. NO. 0234G91721 ACCOUNT 8026 JOB NO. 54701843 



P.G. & E. 

JOB NO. 54701843 
MEMO OTHER COSTS 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 

ACCOUNT 9202 - SALARIES-GEN OFC EMPLS 



MAY 1989 



DIV. 22 



GENERAL OFFICE 



SUB-ACCT 12-ENGINEERING 



COST 
ELEMENT 



DESCRIPTION 



YEAR 



222 GEN. CONST. SUPERVISION 

223 G.C. FIELD SUPERVISION 
229 NON-PRODUCTIVE TIME-GC 

SUB-TOTAL-DIRECT 

BALANCE 

AUTHORIZED DIRECT 



AMOUNT 



QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



1,126 .07 
1,036.98 
1,787.46 

.00 X 

3,950.51 X 

.00 X 



ESTIMATED MANHOURS 



DETAIL ACTIVITY 
YEAR & MONTH 



-88- N D-89- 3 4 
"-88- N D-89- 3 4 
"-88- N D-89- 3 4 



5£ 



R228JA CONTROL SEQUENCE NO. 40,512 SHEET NO. 25 SOURCE DOC. NO. 0234G91721 ACCOUNT 9202 JOB NO. 54701843 



P.G. & E. 

JOB NO. 54701843 
MEMO OTHER COSTS 



COST 
ELEMENT 



DESCRIPTION 



006 PHYSICAL ST TIME 
SUB-TOTAL -DIRECT 
BALANCE 

AUTHORIZED DIRECT 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 



DIV. 22 - GENERAL OFFICE 



ACCOUNT 9202 - SALARIES-GEN OFC EMPLS 
ACTIVITY 3124 ENG STUDIES -ELEC OPER 



SUB-ACCT 12-ENGINEERING 



YEAR AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



DETAIL ACTIVITY 
YEAR & MONTH 



149.11 
149.11 x 
149.11 x 
. 00 5f 



ESTIMATED MANHOURS 



-88- N 



X 



( 



R228JA CONTROL SEQUENCE NO. 40,513 SHEET NO. 26 SOURCE DOC. MO. 0234G91721 ACCOUNT 9202 JOB NO. 54701843 



p.g. a e. 

JOB NO. 54701843 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 

DIV. 22 - GENERAL OFFICE 



MEMO OTHER COSTS ACCOUNT 9202 - SALARIES-GEN OFC EMPLS 12-ENGINEERING 

ACTIVITY 3124 ENG STUDIES -ELEC OPER SUBACTIV 2040 FINAL 



COST 
ELEMENT 



DESCRIPTION 



YEAR 



AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



DETAIL ACTIVITY 
YEAR & MONTH 



001 CLERICAL ST TIME 


457 


.17 




24 


002 CLERICAL OVERTIME 


250 


.02 




9 


006 PHYSICAL ST TIME 


6,072 


.34 




272 


007 PHYSICAL OVERTIME 


5,548 


.31 




149 


014 TECHNICAL ST TIME 


197 


.55 




16 


015 TECHNICAL OVERTIME 


152 


.11 




6 


019 MGMT/PROF ST TIME 


46 


.18 




24 


026 MGMT/PROF ADJUSTMENT 


757 


.41 







SUB-TOTAL -DIRECT ( 


13,895 


.09 






BALANCE 


13,895 


.09 






AUTHORIZED DIRECT 




.00 







-88- N 

"-88- N 

"-88- N D-89- 

"-88- N D-89- 

"-88- N 

"-88- N 

"-88- N 

"-89- 4 



3 4 
4 



ESTIMATED MANHOURS 



* 



R228JA CONTROL SEQUENCE NO. 40,514 SHEET NO. 27 SOURCE DOC. NO. 0234G91721 ACCOUNT 9202 JOB NO. 54701843 



P.G. & E. 

JOB NO. 54701843 
MEMO OTHER COSTS 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 



DIV. 



22 - GENERAL OFFICE 



ACCOUNT 9212 - EXPENSES-GEN OFC EMPLS 
ACTIVITY 3124 ENG STUDIES -ELEC OPER 



SUB-ACCT 12-ENGINEERING 
SUBACTIV 2040 FINAL 



COST 
ELEMENT 



DESCRIPTION 



YEAR AMOUNT QUANTITY QUANTITY QUANTITY 
CHARGED INSTALLED DIFFERENCE 



046 MILEAGE-GENERAL CONST 
093 PETTY CASH 

SUB-TOTAL-DIRECT 

BALANCE 

AUTHORIZED DIRECT 



356.74 
31.86 

31.86 36 

388.60 K 

.00 X 



444 




ESTIMATED MANHOURS 



-88- N D 
"-88- N 



DETAIL ACTIVITY 
YEAR & MONTH 



X 



R228JA CONTROL SEQUENCE NO. 40,515 SHEET NO. 28 SOURCE DOC. NO. 0234G91721 ACCOUNT 9212 JOB NO. 54701843 



P.G. & E. CONSTRUCTION ACCOUNTING DEPARTMENT MAY 1989 

JOB NO. 54701843 ANALYSIS JOB COST REPORT DIV. 22 - GENERAL OFFICE 



MEMO OTHER COSTS ACCOUNT 9213 - GO SUPPLIES & EXPENSES 

SUB-ACCT 12-ENGINEERING 

ACTIVITY 3124 ENG STUDIES -ELEC OPER 

COST DESCRIPTION YEAR AMOUNT QUANTITY QUANTITY QUANTITY DETAIL ACTIVITY 

ELEMENT CHARGED INSTALLED DIFFERENCE YEAR & MONTH 

052 CONST EQUIP USE-GEN CONS 72.00 6 -88- N 

SUB-TOTAL-DIRECT .00 X 

BALANCE 72.00 * 

AUTHORIZED DIRECT . 00 36 ESTIMATED MANHOURS 3f 



R228JA CONTROL SEQUENCE NO. 40,516 SHEET NO. 29 SOURCE DOC. MO. 0234G91721 ACCOUNT 9213 JOB NO. 54701843 



P.G. & E. 



CONSTRUCTION ACCOUNTING DEPARTMENT 



MAY 1989 



JOB NO. 



54701843 



ANALYSIS JOB COST REPORT 



DIV. 22 - GENERAL OFFICE 



MEMO OTHER COSTS 



ACCOUNT 9213 - GO SUPPLIES a EXPENSES 
ACTIVITY 3124 ENG STUDIES -ELEC OPER 



SUB-ACCT 12-ENGINEERING 
SUBACTIV 2040 FINAL 



COST DESCRIPTION YEAR AMOUNT QUANTITY QUANTITY QUANTITY DETAIL ACTIVITY 

ELEMENT CHARGED INSTALLED DIFFERENCE YEAR & MONTH 



871591 WELDING ROD SP 




178.04 







-89- 


1 


872090 MATERIAL MISC TOOL SP 




43.66 







-89- 


1 


875699 MISC MATERIAL 




3.24 







-88- 


D 


052 CONST EQUIP USE-GEN CONS 




479.50 




126 


-88- 


N 


067 FREIGHT 




530.25 







-89- 


1 


091 G.C. PER DIEM ALLOWANCE 




442.96 




168 


-88- 


N 


469 MEAL ALLOWANCE 




371.00 




2 


-88- 


N 


612 BUILDING MATERIAL 




31.42 




2 


-89- 


1 


698 MISCL aUNCLASS MATERIAL 




152.51 







-89- 


1 


SUB-TOTAL-DIRECT 


1, 


753. 08 


X 








BALANCE 


2, 


232.58 


56 








AUTHORIZED DIRECT 




.00 


36 




ESTIMATED MANHOURS 





R228JA CONTROL SEQUENCE NO. 40,517 SHEET NO. 



30 SOURCE DOC. MO. 0234G91721 ACCOUNT 9213 JOB NO. 54701843 



P.G. & E. 

JOB NO. 54701843 



CONTROL 
ACCOUNT 



CAPITAL 

SUB-TOTAL 
REMOVAL 

SUB-TOTAL 
MEMO MaO 



CONSTRUCTION ACCOUNTING DEPARTMENT 
ANALYSIS JOB COST REPORT 



MAY 1989 



DIV. 



SAN FRANCISCO 



SUB-TOTAL 

AUTHORIZED DIRECT 
INDIRECT 8 OVERHEAD 

GROSS FIN. 
SALVAGE 



ACCOUNT 
NUMBER 



1124 
1224 



1502 
1602 
1603 
16 07 
1855 
8026 
9202 
9212 
9213 



ACCOUNT TOTALS 



DIRECT 
EXP. 



796.04 
2,115.19 



2,911.23 * 
.00 
.00 X 



9,473.06 
166.00 
549.55 
330.00 
1,337.65 
272.50 
14,044.20 
31.86 
1,753.08 



27,957.90 X 
30,869.13 
11,031.39 
41,900.52 * 
.00 



TRF. TO 
PLANT 



1,523.06- 
5,394.64- 



6,917.70-X 
.00 
.00 * 



.00 
.00 
.00 
.00 
.00 
.00 
.00 
.00 
.00 



.00 X 
6,917.70- 

.00 
6,917.70-* 

.00 



BAL TO 
BE TRF. 



727 . 02- 
3,279.45- 



4, 006 . 47-M 
.00 
.00 X 



9,473.06 
166.00 
549.55 
330.00 
1,337.65 
272.50 
14,044.20 
31 .86 
1,753.08 



27,957.90 3€ 
23,951.43 
.00 

34,982.82 X 
.00 



R228JA CONTROL SEQUENCE NO. 40,518 SHEET NO. 31 SOURCE DOC. MO. 0234G91721 



JOB NO. 54701843 



P.G. & E. 



CONSTRUCTION ACCOUNTING DEPARTMENT 



MAY 1989 



JOB NO. 



54701843 



ANALYSIS JOB COST REPORT 



DIV. 2 - SAN FRANCISCO 



ACCOUNT TOTALS 



CONTROL 
ACCOUNT 

CREDITS NOT INCLUDED 
IN AMOUNT AUTHORIZED 



ACCOUNT 
NUMBER 



DIRECT 
EXP. 



,00 



TRF. TO 
PLANT 



.00 



BAL TO 
BE TRF. 



O.C.I. 



00 



.00 



.00 



TOTAL 



41,900.52 XX 



6,917.70-xx 



34,982.82 XX 



R228JA CONTROL SEQUENCE NO. 40,519 SHEET NO. 32 SOURCE DOC. NO. 0234G91721 



JOB NO. 54701843 



F»G*j*E 

6z-6251 , mo. dav vr. 

(REV, B/B2) - I ' 

DATE OF ESTIMATE 

DEPARTM ENT (jA^l 



JOB ESTIMATE 



JOB COORDINATOR'S 
RC NUMBER 



applicantis tI^C, f\C <SAS k f ;! ffs ^y.iC- Ce>. 



LOCATION 

MAXIMUM Of 14 CHAKACK/IS — — 1 , ~~W 

code iv.o i rr^./r.M^iM, i .s.s.i - io,tji MiA<i*Iit; ,6ie,Mi&rai-l . 



nisTRir TT?=Ai/Ai^<JLA division £^LDr^<gATg T^-/,?^ <gg 

SOURCE DOCUMENT or ESTIMATE No. 



JOB TITLE 

NAME OF , 
PROJECT/PHASE COORDINATOR L-SAt-E. *£ I [J 



M JJJWW OF 30 CHARACTERS 
PG&E EMI 



J 



PROJECT IDENTIFICATION NUMBER (PIN) 
^FUNC. I D« VR I _ 5E0. pj PHASE 

SiPi IOi2Lefe|£,f, |p 



NECESSITV FOB PROPOSED WORK AND DESCH1PTI0S. rilL-REOF: 



TOTAL SPECIFIC 
PROJECT/PHASE 
BUDGET AMOUNT S 



RECOMMENDATION. RULE No. and RATE SCHEDULE 



NEW BUSINESS/ APPLICANT BILLING DATA 



LINE EXTENSION 



' REINFORCEMENT 



NONRESIDENTIAL ELEC . MN P I GAS 
ESTIMATED 

BASE ANNUAL REVENUE. S 



RtSIOEWIAL tL EC TRIE. ALL PI GAS. 
UG ELEC. Dfl 

GAS TRENCH . FT No UNITS. 



CONTRIBUTIONS 

EXCESS SERVICE 
CHARGE 



OTHER. 



REFUNDABLE ADVANCE $ . 



OTHER RELATED JOB AUTHORIZATIONS 
, (INCLUDING D & C'sl 



d 8 c no 



OTHER JOB No. 



FERC PROJ. No. 



CGC LOCATION 



ESTIMATOR 



5 
1 

\ 


FACILITY 


ACCOUNT 


SOS 
ACCOUNT 


SPECIAL 
I. D 
CODE 


DESCRIPTION OF DIRECT COST ITEMS 
(For involved eslimaies oive summary bere — detair on extra srieels) 


IJIANDAYS or 
UNTT .V.'IIIIM 
Iv.hjr. rEquiredl 


AMOUNT [Dollars Only] 




ID. 


LABOR 


MATERIAL 


EMPLOYEE 
RELATED 
COST 


CONTRACT 
end Outside 
SERVICES 


OTHER 




01 


#£ 


3475 


✓ 


■ 




4o 


5&0D 




15 


I60O 




s 


yi 






2?49 




36-&v' Tobias, 'to fj- 

fcfepve. Uwt>(j-up/^. Weld Pcf&f" 




3 HO 






Scco 










































o-f - 

















































































































































TOTAL AMOUNT (Dollars Only) 



TOTAL CAPITAL DIRECT COSTS 



INSTALLATION DIRECT 



REMOVAL DIRECT 



TRAVEL LABOR 



TOTAL M&Q DIRECT COSTS 



M Kj C] LTJflECT [Inc. TRAVEL) 



ESCALATION. 



PLANT TO BE REMOVED OR ABANDOMED (Enter on Form 62-6428. "Desai! Sheet for Plan! [o be Retired") 



DIRECT 

COSTS 



GROSS 
COSTS 



JOB EXPENDITURE BV YEAR 



NOTED 



\m 1 s 



REM* 

N OTF Q 



TOTAL 
Fv'AlMN'G 



1 t038 



FOR ACCOUNTING USE ONLY 



RULE CODE 

I I 



PERCENT 
UNDERGROUND 



rum 



MIX DEPOSIT No 



CHECKLIST 


REOD 


SEED 


CHECKLIST 


HEO'D. 


SEC'D. 


J.P7J.T, INTENTION 






RIGHT OF WAY 






J.PJJ.T APPL No. 




OVER 20% YIELD 






TREE TRIMMING 






STRENGTH TEST 






CITY OR CO. PERMIT 






PAV EM ENT— SQ. FT. 




b 


HIGHWAY PERMIT 






MACHINE 
TRENCH -FT. 


All. 


R. R, X-iNG PERMIT 






TOTAL MAN DAYS < 




OTHER PERMITS 






PROJECT COST COTfTROL 
SYSTEM REPORT HC No. 





TOTAL CAPITAL DIRECT COSTS 
(Escalated — il applicable) 



TOTAL MSO DIRECT CGSTS 
(Escalaied— ■! applicable) 



AUTHGRIdTli DIRECT COSTS 



CAPITAL INOIRECTS 



M80 INOIRECTS 



/g.7' 



GROSS FINANCIAL CDSTS 



INSTALL and.'or REMOVE 
RtVOLVIMD STOCK (WET) 



INSTALL and/or REMOVE 
SERVICES 



CONTRIBUTIONS 



CATEGORY OF WORK 



FOR ACCOUNTING USE ONLY 



PROGRESS REPORT 



Dsn i. 



BUILDING 
CODE 



LOT SALE 

5UB- 
OIVISION 



VALUATION 
UNIT 
COST 



MULTIPLE 
SING LE 



MOTOR 
VEHICLE 
CLASS 



DEDUCT SALVAGE 



DEDUCT OTHER CREDITS TNLTL CONTfllBUTIONS 

urn mmimaim wSw 



NET AMOUNT 



$ — 



2874- 



JOB AUTHORIZATION 



DIVISION or OHIG. OFFICE 





GENERAL OFFICE 



RECOMMEND 



JOD ORDER NUMBER 

6M4lbl343 



n-jnts *cv. t-n 



> POwE /"~"N 

GAS OPERATIONS 
STRENGTH TEST PRESSURE REPORT 

(FOR PIPE FACILITIES OPERATIONS OVER 100 PSIO) 



(USC IN ACCORDANCE 
GAS STD. A-34 AND C 



SHEET. 



_or_ 



PART I - DESIGN DATA - (to be prepared by project engineer or gas system design dept.) 





DIVISION 


DISTRICT 


tIpb^wp^bWI CM. NOi 


DATE W.O. OR CM APPROV 


DESCRIPTION OF JOB • INCLUDE 1 


IEFERCNCI DRAWING NUMBERS 




Ska 4-7^/543 





"£.gpLArrf= fa' <>G£po*l "So'' T- L.J 32 X)ug -pg A Lc^IJVPIajai^ 

DESIGN FACTOR <F) 



LOCATION CLASS 



DESIGN FACTOR fFJ 

<5 



PRESENT MAOP OF FACIUTIES (I 



MAOP TO BE ESTABLISHED BY 
THIS TEST 



DESIGN PRESSURE -THIS SECTIOf- 
(FUTURE DESIGN PRESSURE) 



£ DESIGN PRCS 

4£o f $ 



14- 



SPECIAL PROTECTION REQUIRED WHERE COVER 
OVER PIPE IS LESS THAN SPECIFIED IN PAR. 192.327- 
G. O. 112 • SEE PAR. 14tJtIB| GIVE M.P. * REF. DWG. 
NO. FOR EACH LOCATION. 



STATIC HEAD DUE TO 
ELEVATION DIFFERENCE 
(WHERE APPLICABLE) 



MAX ELEVATION. 
MIN. ELEVATION— 



S T ATIC HEAD CALCULATION 1 
FOR WATER _ 

OTHER 



0.433 X DIFF. 



PIPE SIZE 


PIPE SPECIFICATION 


% OP S.M.Y.S. 


PRESS. TO 
GIVE 90% SMYS 


FOOTAGE 
TO BE TESTED 


VERIF 
IN FIE 


O.D. 


W.T. 


API. GR. ERW. DSAW. SEAMLESS 


VERIFIED 
IN FIELD 


AT DESIGN 

rwess. 


AT MIN. 


AT MAX. 










30, 3 


mm 




J/70 


























30" 


O.&o " 


APi Sri-* £e x-£,o CSfliJ 










1300 


























































































































































































MINIMUM PRESSURE FOR TEST 


1170 


TEST FLUID TO 
BE USED. 


MINIMUM TEST DUR 
UNDER 30% SMYS (1 H 
30% SMYS & OVER (1 H 
PRC INSTALLATION TES" 


ATION | 




MAXIMUM PERMISSIBLE TEST PRESSURE 




J PSKS 


R. MIN.) 1 

r (SEE 192.505(B) GO 112) 



PREPARED 
BY 



FOR INFORMATION / <? / _"7/t"2~7 
OR CHANGES. CALI lO-£d<Q II J f 



APPR 




PART II - TEST DATA . TO " "»"ARED BY PERSON SUPERVISING 
" UM,M TEST AT TIME OF TEST. 



DATS \0-*\~Mf__ 
NOTE: MINIMUM TEST PRESSURE AND DURATION ARE 



•TIME AND DATE 
REACHED TEST 
PRESSURE 




- U/9 /B8 


ELEVATION AT 
TEST POINT 


/0/A rr. 


INDICATED 
TEST PRESSURE (J) 


1^2.0 


PS 


TIME A NO DATE 
TEST ENDED 


18 is- Ht- 




MAX. ELEVATION 
IN TEST SECTION 


/O/A ft. 


TEST PRESSURE 
AT MAX. ELEVATION^ 




PS 


ACTUAL DURATION 
OF TEST 


-4 he. ■ 


• 2.2- wiO 


MIN. ELEVATION 
IN TEST SECTION 


d/A ft. 


TEST PRESSURE 
AT MIN. ELEVATION (3J 


A)/* 


PE 


TEST FLUID USED 




PIPE SP 


EC VERIFIED (SEE PART 


II 


| PIPE FOOTAGE VI 


CRIFIEO (SEE PART 1) 



MAKE, RANGE ft SERIAL NO. 
OF RECORDING GAUGE 



TEST SUPERVISED 
BY: 



*/*J 



CALIBRATION 



PUT SCHEMATIC SKETCH ON BACK OF THIS SHEET: 



m*Re. range & SERIAL NO. 
or DEAD WEIGHT TESTER 




S>/tO boao 



date last 
calibratic 

/>/'/£; 



DATE: 1 I 



SHOW LOCATION OF FACILITY TESTED. MIN. ft 
AN ADDITIONAL SHEET IF NECESSARY (S 



MAX. ELEVATION 



N FEET, MILE POINTS. VALVE NUMBERS AND INCORPORATED AREAS. 



FAB R ICAT ED UNITS A f^D SHORT SECTION ^OF^PIPE^ also ^ ^ ^ ° N "*« °" ATTACHMENTS,. FOR STATION PIPING 
* ND SHORT SECTION OF PIPE. ALSO SHOW A DETAILED SKETCH OF EACH ASSEMBLY TESTED. 



DISTRIBUTION 



OIST. GAS SUFT.-JOB FILE 
DIV. GAS SUPT. 
GC GAS - ASSIGNED JOBS 
GAS SYSTEM DESIGN 121 
PLANT ACCTG. (WITH 

FOREMAN'S COPY OF JOB) 
PIPELINE HISTORY FILE 
• REP ORT FAILURES UNDER 
TEST TO GAS SYSTEM DESIGN 
AND GAS DISTRIBUTION DCPT'S. 



(1) LOWEST PRESSURE ON TEST GAUGE AT ANY TIME DURING TEST. 

121 lnl T M^JZrrormlr°rnA%^ «- EVAT,ON bifference (between test pt and max. elevation 
™ *M&&¥o C ~i&"'m*lwnm. "- rvAT,ON difference (between test pt and min. elevation) tc 



Hfi£-7iA trgfrJiCJL- cgslrzfi^ 
TL. - OI3 £. 

/-O^P57 ?i2-*.i&oe.C. - (2.-2 3 




36" ,37r InIT. 



K, Senate 



t>- 



if?* 

11 3 



/Z 2- £ 



/Z- 2 7 
|V 2.3 



; u,?h7 RP£i?.0 (je**? iiptv^J 



c.5 «i rcv. «•?» 



POwE 

GAS OPERATIONS 
STRENGTH TEST PRESSURE REPORT 

Iron PIPE FACILITIES OPERATIONS OVER 100 PSISI 



(USE IN AOXRBANH 
CAS STD. A-34 AND G 

<HHT / fir / 



PART I - DESIGN DATA • |to be prepared by project engineer oh ca* system design dept.) 



OIST, MAfN OR LINE NO. 




DIVISION 


DISTRICT 




<1i ■ i * R CM. NO, 


DATE W.D. OR CM M 


"PROV. 


DcscwirrioH of job - IP 


ICLJDE 1 


ItrEBENCI DRAWING NUMBERS 













"R.gpLAt:f= op 3o" T-L-132 .Due -po A Lo^/tvp/aj^ 



LXK1ATION CLA5 



DESIGN FACTOR ^ 



ACTOR fF| 

5 



MAOP OF FACILITIES (PSJGl 



MAOP TO HE ESTABLISHED HT 
TMI5 TEST 



oes»gn phessuhe -this scene 1 

[FUTURE DESIGN PRESSURE! 



9-EC1AL PROTECTION REOUWID WHERE COVER 
OVER PIPE IS UESS THAN S^OFIED IN PAR. IS2.1Z7- 
C. O, 111 - SEE PAR. I 4t J<B| GIVE M.P. A REF. DWG. 
NO. FOR EACH LOCATION. 



STATIC HEAD DUE TO 
ELEVATION DIFFERENCE 
(WHERE APFUCABU] 



PIPE SIZE 



3D" 



3D 1 



MAX. ELEVATION. 
MIN. * LC VAT CN _ 

oirr_ 



sTATic hEAD-'cXLiiuLATkSN 

FOR WATER 



API. GR. ERW, DSAW 



2 co ? 



1£ 



TO 



MINIMUM PRESSURE FOR TEST 



kCE 
ESTEO 


VEmr 

IN FIE 


T 

















































MAXIMUM PERMISSIBLE TEST PRESSU 



-bits |T NR. MIN.) 



I fl ' 

SMVS ■> OVER |l HR. MIN.) I 
,f T| j^j^* ] FREINSTA MOTION TEST (SEE ISZ.S03(B| GO IIZl 




PART II - TEST DATA 



TO BE PREPARED BY PERSON SUPERVISING 
TEST AT TIME OF TEST. 



TIME AND DATE 
REACHED TEST 
PRESSURE 



TIME AND DATE 
TEST ENDED 



ACTUAL DURATION 
OF TEST 



135-3* he. - n/z /ee 



^ he. - ^2. 



TEST FLUID USED 



IE 



ELEVATION AT 
TEST POINT 



MA X, EL E VAT IO N 
IN TEST SECT ION 



MIN. ELEVATION 
IN TEST SECTION 



NOTE: MINIMUM TEST PRESSURE AND DURATION ARE 

NOT TO >E CHANCED WITHOUT WRITTEN APPROVAL. 



a>/a 



<M/A FT. 



INDICATED 
TEST PRESSURE 



HI 



I ESI PRESSURE 
AT MAX. ELEVATION^ 



TEST PRESSURE 
AT MIN. ELEVATION, 



make, range » serial no. ^ i-S-C-O £> -^000 



EC VERIFIED (SEE PART I) 



TEST SUPERVISED 
BY: 



DATE LA5T , . 

CALIBRATION MAKE. RANGE ft SERIAL NO- * WrVSSt* *£_ 

l&Jjr/fe O^F ^E>p WEIGHT TESTER ^/^J 



'(3) 



PIPE FOOTAGE VERIFIED (SEE PART I) 



□ ATE LAST 
CAUBRAT1C 



DATE; / f 



PUT SCHEMATIC SKETCH ON BACK OF THIS SHEET: 



AN^DD^IONa:^ *»« ~""»- VALV. NUMBERS AND INCORPORATED AREAS. U 5i 
FABRICATED U N ITS A NO SHORT "e^ON OF P,« 17 « A^"" C " ' " " ° F A DRAW IN OS AND ATTACHMENTS). FOR STATION P.PINC 
SHORT SECTION OF PIPE, ALSO SHOW A DETAILED SKETCH OF EACH ASSEMBLY TESTED. 



DISTRIBUTION 



OIST. GAS SUPT.-^OB FILE 
DIV. GAS SUFT. 
GC GAS - ASSIGNED JOBS 
CAS SYSTEM DESIGN [2| 
Pt-ANT ACCTG. I WITH 

FOREMAN'S COPY OF JOB) 
PIFL.LINE HISTORY FILE 
• REP ORT FAILURES UNDER 
TEST TO GAS SYSTEM DESIGN 
AND GAS DISTRIBUTION DEPT'S, 



HI LOWEST PRESSURE ON TEST GAUGE AT ANY TIME DURING TEST. 

W ^Roir^V.c'ZT^TES^^R^slJ^Ef UBVAT ' ON ^ IFFERENCE (BETWEEN TEST PT AND MAX. ELEVATION 
W rN D D D ,CATrO^T*rR?: S l7 E ° E "- rV * r ' " OIFFERENCE (BETWEEN TEST FT AND M.N. ELEVATION) Tc 



FOREMAN 
Print Initials 



Date Work i / \ aCi' 
Started I ~ &</ 



Date 

Completed. 



Foreman 
Signature . 



A) 



MATERIAL USED ON THIS AUTHORIZATION 



REQUISITION and CREDIT CHECK NUMBERS 



DEBIT 



DEBIT 



CREDIT REQ. 



CREDIT CHECK 



LOCAL PURCHASE ORDERS 
and 

OTHER REFERENCE Nos. 



MAPPING RECORD 



POSTED TO: i DATE 



H Sheet 



Fran. Sheet 



Prop. Tax Rec. 



Plat Sheet 



Switch & 
Wall Map 



For transformer installation - Job Foreman shall show following data on sketch at transformer location: Type, Mfg. Serial No., KVA, 
Voltage, New or Old. (If space is insufficient, add separate sheet with same data ahd transformer location grid coordinates or pole reference number.) 



SKETCH OF WORK — Foreman to correct if changes are made— otherwise O.K. by initialing here. 




AuS© ~&,i£0 -fo'-i ' of 

,s~z& l-jt . vr.A-j rife. 



G£ «£RJL CONSTRUCTION- G/K 



ADD ALL DETAILS NOT CLEARLY SHOWN BY SKETCH ON MEMO FORM 



Code Area 






Pub. RW 




Poles — Twrs. 






Pvt. RW 




0. H. Cond. 






No.Trfs. 




Si Units 






KVA 





UG 
CL 



SL 
OH 



SL 
UG 



Cables 


Conduit 


Line No. 


Computer 











PGfE 

62-6*27 (REV. 8/82) 



DATE PREPARED 



6 



3/ 



53 



JOB ESTIMATE 

' Detail Sheet 
For Plant to be Installed 



Sheet No, 



Estimate No. 



s 

1 

R 

s 

E 


FACILITY 


ACCOUNT 


SUB 
ACCOUNT 


SPECIAL 
ID 
CODE 


DESCRIPTION 


MANDAYS 
or 
UNIT 
AMOUNT 
(When required) 


SUB-TOTAL AMOUNT (Dollars Only) 


TOTAL 

(Dollars Only) 


LABOR 


MATERIAL 


EMPLOYEE 
RELATED 
COST 


CONTRACT 
& OUTSIDE 
SERVICES 


OTHER 


D1V 


ID 




01 






(cm- 
























\3>Z 






















1510 




























loo 


























- 


























boon 








i 
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PG&E 
JOB ESTIMATE - 
Suiiary and Calculation Sheet 
For Indirects and Overheads 



Sht. No. 2-^3 

Est. No. 0234 ci ^Z-/ 

Date: 
Initials: 12^r^s 



X FOR DIRECT COSTS 
Capital Esc. lonths at 0* 
MO Esc Eonths at OX 



A rlJK inulhtll L.U3.3 


2 FOR OVERHEADS 










1 ahrr-niu/Rr ft? 
LoDUr ylV/DL VA 


B&A-Instal 


02 










L3DCr OU vAjoBDuHL ? 





Resoval 


02 










M"f urisl til 
noCEria; VA 


Ad 


Val Tax 


02 










TE 44X 






Oyears 










M&O-Labor 31X 




AFimr 

nrUuL 


02 










net no uct io i h 




















P6&E 






CONTRACT 


— 




TYPE OF COSTS 




LABOR 


MATERIAL EMPLOYEE 


40UTSIDE 


OTHER 


TOTAL 


DIRECT COSTS 
















1. Capita! Installation/Purchase 


CI 








A 

o 











Capita! Reaoval 


CRE 




















' r a r . ; ta 1 Travel 


CT 


o 










o 




CE 


o 


o 














e I J .1 1 A 1 fa-.i'-al Hire-* Cnetstt 


TCD 


o 





o 











<• M 1 In'lude Travel Labor 


MO 


8990 


300 


75 


6000 





15365 


7, " l Escalation 


MCE 




















8. ti Total M k C Direct Costs II 


TROD 


8990 


300 


75 


6000 





15365 




TD 


8990 


300 


75 


6000 





15365 


















•'. Instillation 


I 

















11. F'efova! 


R 

















12. Transp. 4 Wort Eq.iCap 4 (1) 


TC 










3956 


3956 


1!. tl Total Capital Indirects 11 


TCI 












3956 


3956 




TMI 


2787 


87 








2874 


If. Total Indirects Costs 


Tt 

1 4 


2787 


87 






3956 


6830 


U> up. "CHI/ 3 
















1 A Ron Fnnr anH Aril i n 


BEAC 















17 firf Ualnras Tav 

1 / ■ HQ Voiurca Id.?. 


Tax 















18. AFUDC 


AFUDC 















19. Total Overheads 


TO 















GROSS FINANCIAL COST 
















20. Directs, Indirects, Overheads 


TOTAL 












22195 


COMPOSITE X 




Face Sheet 




PC Total 


22195 




a. Cap Indirects = 












Div Total 







b.MO Indirects = 


18.7 




2874 


Difference 


22195 




c. Overheads = 



















MO OA% 
I 



6Z-6ZS1 

I rev. a/BZ) ; 

DATE OF ESTIMATE 

DEPARTMENT _ £A£ , ... - 2 

APPLICANT,SllT^l£ld_^^_^Et£^Si^-^e>^ 

LOCATION 



JOB ESTIMATE 



JOB COORDINATORS 
RC NUMBER 



C\1 



NAME "TaTTTT^ No. 
SOURCE DOCUMENT or ESTIMATE Nr. S^TO *j I I £1 . 



TOTAL SPECIFIC 



J06 I 
TITLE CODE I 

JOB TITLE 

NAME OF l, 
PROJECT'PHASE COORD 'NATOnjC?Ai--& 1 L-> 



jV^'MlM* CM JO CHARACTffiS 

PG&E e.,,&2&-72/4- 



PROJECT/PHASE 
BUDGET AMOUNT $ 



NECESSITY FOR PROPOSED WORK. AMD DE SC Hir'T ION THEREOF 



J 





RELEASED BY OPERATING DEPARTMENT 






DATE 1 I BY ^ff^ ^ 





PROJECT IDENTIFICATION NUMBER (PIN] 

i phase 



FUNC. | DIV_ | Vft | SEQ ■ PHAS 



NEW BUSINESS/ APPLICANT BILLING DATA 



LINE EXTENSION I 



REINFORCEMENT | 



NONRESIDENTIAL [LLC NDN 94 GAS 
ESTIMATED 

BASE ANNUAL REVENUE .$ 



RESIDENTIAL ELECTRIC. ALL P I GAS. 

ug aec dh 

GAS TRENCH FT No UNITS. 



CONTRIBUTIONS: 

EXCESS SERVICE 

CHARGi $_ 



RE FUNDABLE ADVANCE 



OTHER RELATED JOB AUTHORIZATIONS 
[INCLUDING D S Cil 



D& C No 



OTHER JOB No 



FERC PRO J, No 



RECOMMENDATION. RULE No jnd RATE SCHEDULE 




CGC LOCATION 



ESTIMATOR 



□ATE REQUIRED 



15. MATT5<W 



I 11-33 



P\V IP 



SPECIAL 
10. 
CODE 



DESCRIPTION OF DIRECT CDSHTEMS 
iFo p involved estimates give summary heie — delail on antra 5hae15l 



UNIT AMOUNT 



AMOUNT jOollats Dnly) 



EMPLOYEE CONTRACT 
RELATED ar>C OUTSIDE 
COST SERVICES 



fyoz 



oz 



132 
132 



J.co 



6HUfI> jWAj ATSJP "EE^JP^e MAjryJ 



4eO 



3664 



22. 



gg f^4-TT- 



75 



I I 



COR 
START' 



^ECTEP 



by q 



FLD. EKGy 



a; 



T OREMANS COP' 



V — 



:RAL CO 
■ CORRECTED 



JSTRUCTIOpj 



-GAS 



FOREMAN 



LJ.M~.lAjI Hl; 


i.i - 


TOTOL AMOUNT (Dollars Onlyl 




TOTAL CAPITAL DIRECT COSTS 


TOTAL M&0 t 


IREC7 COSTS 


■♦ 'i.Li' {fy Eu»ttT 




TRAVEL LABOR 


ESCALATION % 


M & DIRECT Une TRAVEL] 


ESCALATION % 



PLANT TO BE REMOVED OR A BAN DONED (Enter on Form 62-6428. "Derail Sheet for PtaFit to be Retired") 



TOTAL CAPITAL DIRECT COSTS 
(EscolBled — ir Applicable^ 



TOTAL MiO DIRECT COSTS 
(EicBlaTed — il ■pplitabt?] 



A'JTHDREED OIRECT COSTS 



CAPITAL INDIRECTS 



$ 



JOB EXPENDITURE BV YEAR 







; YCAfiL-^L- 



VEAR I I i 



HC TEEIS 



TAL 
MING 



M&D INDIRECTS 



/a. 7 



D'PECT 
CO=TS 



DEC 



7 1988 



GROSS FINANCIAL COSTS 



22 H 5" 



GOOSE 
COSTS 



[\ I LEE 



INSTALL a nit/ or REMOVE 
RtVGLVING STOCK INFJ1 



FOR ACCOUNTING USE ONLY 



WML 



INSTALL inoV or REMOVE 
SERVICES 



DEOUCT SALVAGE 



PERCENT 
UNDERGROUND 



CHECKLIST 



JP JT. INTENTION 
J.P.JJ.T APPL No 
TREE TRIMMING 
CITY OR CO PERMIT 
HIGHWAY PERMIT 
H R. X ING PERMIT 
OTHER PERMITS 



P.EOD SECO 



FUNCTIONAL GftOUP 



RIGHT OF WAY 



OVER 70% YIELD 



STRENGTH TEST 



PAVEMENT— SO- FT 

MACHINE " 
TRENCH -FT 

TOTAL MANDAYS 

PROJECT COST CONTROL 
SYSTEM REPORT RC No 



MLX DEPOSIT No 



REDD SECD 



Ho 



K^i^e. 
All- 



CONTRIBUTIONS 



CATEGORY Of WORK 



DEDUCT BTMEH CREDITS IKCL CDNTRIBUT10NS 
AND NON REFUNDABLE RILUNSS 



NET AMOUNT 



FOR ACCOUNTING USE ONLY 



PROGRESS REPORT 



BUtLOING 
CODE 



LOT SJ(LE 

SUB- 
DIVISION 



VALUATION 
UNIT 
COST 



MULTIPLE 
SINGLE 



PARTY 
BILLED 



JOB AUTHORISATION 



MOTOR 

VEHICLE 
CLASS 



DIVISION or 0R1G. OFFICE 



MEND 




GEnlERAL OFFICE 



RECOMMiWO 



JOB ORDER NUVoE.H 



FOREMAN 
Print Initials 



Date Work Date Foreman 
Started Completed Signature 


MATERIAL USED ON THIS AUTHORIZATION 


LOCAL PURCHASE ORDERS 
and 

OTHER REFERENCF Nnt 

V-/ 1 1 1 1_1 t III™,! L_iiI_IMVj[_ IiIUs, 


MAPPING RECORD 


REQUISITION and CREDIT CHECK NUMBERS 






DEBIT 


DEBIT 


CREDIT REQ. 


CREDIT CHECK 


POSTED TO: 


DATE 












H Sheet 














Fran. Sheet 














Prop. Tax Rec. 














Plat Sheet 














Switch & 
Wall Map 





For transformer installation - Job Foreman shall show following data on sketch at transformer location: Type, Mfg. Serial No., KVA, 
Voltage, New or Old. (If space is insufficient, add separate sheet with same data and transformer location grid coordinates or pole reference number.) 



SKETCH OF WORK — Foreman to correct if changes are made— otherwise O. K. by initialing here_ 




STEEL WELDS INSPECTED 
PER PG&E GAS 
STANDARD D-40 



INSPECTOR 



/ 



M 

3Z77 5-Z- 
OIZ^ 172./ 



■V s 



7t 




DESIGN CRITERIA 
rOrjATION RLAR S j» 
DESIGN FACTO R «■ S 

D.P, ®£g. * SMYS_^fl. 

"rOO SMYS.JO 



it 



STRENGTH TEST PRESSURE 

max._L£22_ psiG_X2iS- * 




min 1 1 7Q psio^Q. 
— ; — L17Q psig = 

TEST cniin VUA-TS-R. 

PIPE spfc. A f I 5LX.&g.%£Z 
■ nn _ ZO" 



SMYS 
_ *. SMYS 
90% SMYS 



■WELD INSPECTION IGAS STD. D-40) 
□ VISUAL 

RADIOGRAPHIC 

□ 20ft MIN. 



s3^ 

o 



c 

-<1 



X 



ADD ALL DETAILS NOT CLEARLY SHOWN BY SKETCH ON MEMO FORM 



Code Area 






Pub. RW 




| COUNTY | 




| RA-UNINC. | 




| RA-INC. | 




| NON-RA | 




UG 
CL 




SL 
OH 




SL 
UG 


Poles— Twrs. 






Pvt. RW 
















0. H. Cond. 






No.Trfs. 












Cables 


Conduit 


Line 


Mo. Comp 


jter 


S L Units 






KVA 

















PG&E 
JOB ESTIMATE 
Smeary and Calculation Sheet 
For Indirects and Overheads 



Sht, No. 2-?/* 3 

Est. No. 0234c^''7Z./ 

Date: 
Initials: T2£fA 



X FOR DIRECT COSTS 
Capital Esc. nonths at OX 
MIC Esc months at OX 



X FOR INDIRECT COSTS 


X FOR OVERHEADS 










Labor-Div/SC 04 


m 


-Instal 


OX 










Labcr-GC 0X,aiount $ 





Removal 


OX 










Material OX 


Ad Val Tax 


OX 










TE 441 






Oyears 










MM-Labor 31X 




AFUDC 


OX 










fl&O-Material 29X 




















vP6&E 






CONTRACT 






TYPE OF COSTS 




LABOR 


MATERIAL • EMPLOYEE 


MUTSIDE 


OTHER 


TOTAL 


DIRECT COSTS 

















1. Capital Installation/Purchase 


PT 

LI 


q 














2. Capital Reaoval 


PRF 

Lnt 




















7 P -a n i f .a I Travel 
•-' > wopila I ! E d V c i 


PT 


V 










o 


A P,_; Ul Crrilaf Inn 

4, lapitai .tscsiatiOn 


CE 





o 














j t "lOtoi L- B p 1 1 3 1 L'lrECl wUb ! -5#* 


TCD 


\ 


o 














• u t n Tn-Tufin Tr-w«l 1 zhnr 

t n, i u, inuiucs i ravei Ldoor 


HQ 


8990 


300 


75 


6000 





15365 


7, * Escalation 


■HL'L 


o 


' 














8, U Total H ( C Direct Costs It 


1 U'JL 


R990 


300 


. 75 


6000 





15365 


r Tnl •< 1 ,*nf knri -•or' H i r f P n f t 

" i t Q La i H U \. HO i I - c G U i ■ c-_ L '_- U ; L_ 


TD 


8990 


300 


75 


6000 





15365 


TLTiTDCPT mCTC 

iny ."tl t tub ; o 

















1C. InstsI I stion 


T 

1 


o 











11, Retoval 


R 

















12, Transp. 4 Nork Eq.!Cap 1 H) 


TE 










3956 


3956 


13, tl Total Capital Indirects U 


TCI 












3956 


3956 


1*. IJ Total n « u Indirects n 


TWT 


2787 


87 




========= 


======= = 


2874 


1!. Total Indirects Costs 


1 i 


2787 


87 






3956 


6830 


Overheads 
















16. Gen, Engr. and Adtin, 


6EAC 















17. fid va lores lax 


Tax 












o 


18. AFUDC 


AFUDC 















19. Total Overheads 


TO 












o 


GROSS FINANCIAL COST 














22195 


20. Directs, Indirects,Overheads 


TOTAL 












COMPOSITE X 




Face Sheet 




PC Total 


22195 




a. Cap Indirects = 












Div Total 







b.MIO Indirects = 


18.7 




2874 




Difference 


22195 




c. Overheads r 
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DATE PREPARED 


MO 


DAY 


YR 


10 




e>3 



JOB ESTIMATE 

Detail Sheet 
For Plant to be Installed 



Sheet No.. 



Estimate No. 



s 
1 

R 
E 


FACILITY 


ACCOUNT 


SUB 
ACCOUNT 


SPECIAL 
ID 
CODE 


DESCRIPTION 


MANDAYS 
or 
UNIT 
AMOUNT 
{When required} 


SUB-TOTAL AMOUNT (Dollars Only) 


TOTAL 

(Dollars Only) 


LABOR 


MATERIAL 


EMPLOYEE 
RELATED 
COST 


CONTRACT 
& OUTSIDE 
SERVICES 


OTHER 


DIV 


ID 




02 












Ac 


















BZ 


KM 
















A-loo 




1510 
























W 




100 




















































(oOOO 
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*2 4921 REV. 4-7» 



^, PCo'E / - 

G AS OPERATIONS 
STRENGTH TEST PRESSURE REPORT 

(FOR PIPE FACILITIES OPERATIONS OVER 100 PSIG) 



(USE IN ACCORDANCE Wl 
GAS STD. A-34 AND GO 11. 



SHEET. 



PART 1 - DESIGN DATA - (to be prepared by project engineer or gas system design dept.) 



OtST. MAIN OR UNI NO. 



DESCRIPTION OP JOB - INCLUDE REFERENCE DRAWING 



REFERENCE DRAWING NUMBERS 



DATE W.O. OR GM APPROVED 



DESIGN FACTOR W, 



LOCATION CLASS 



PRESENT MAOP OF FACILITIES (PStG) 

Aoo 



MAOP TO BE ESTABLISHED BY 
THIS TEST 



DESIGN PRESSURE -THIS SECTION 
(FUTURE DJESIGN PRESSURE) 



DESIGN PRESSURE 



SKOAL PROTECTION REQUIRED WHERE COVER 
OVER PIPE IS LESS THAN SPECIFIED IN PAR. 182.327- 
G. O. 112 - SEE PAR. 141.2(B) GIVE M.P. ft. REF. DWG. 
NO. FOR EACH LOCATION. 



STATIC HEAD DUE TO 
ELEVATION DIFFERENCE 
(WHERE APPLICABLE) 



MAX. ELEVATION. 
MIN. ELEVATION.. 

DIFF. 



STATIC HEAD CALCULATION 
FOR WATER 



OTHER . 
(SPECIFY). 



0.433 X DIFF. 

X DIFF.. 



PIPE SIZE 



PIPE SPECIFICATION 



API. GR. ERW. DSAW. SEAMLESS 



VERIFIED 
IN HELP 



% OF S.M.Y.S. 



AT DESIGN 
PRESS. 



AT MIN. 
TEST PRESS. 



AT MAX. 
TEST PRESS. 



PRESS. TO 
GIVE 90% SMYS 



FOOTAGE 
TO BE TESTED 



TTW 



VERIFIED 
IN FIELD 



MINIMUM PRESSURE FOR TEST 



mo 



MAXIMUM PERMISSIBLE TEST PRESSURE 



/23S 



TEST FLUID TO 
BE USED. 



MINIMUM TEST DURATION 
UNDER 30% SMYS (1 HR. MIN.) 
30% SMYS a OVER (8 HR. MIN.) F 
("REINSTALLATION TEST (SEE 192.505(B) GO 112) 



FOR INFORMATION / <?/ _ "7 4" ^ "7 
OR CHANGES, CALI (£> • ' ' 




APPR 



BY: 







•TIME AND DATE 
REACHED TEST 
PRESSURE 




ELEVATION AT 
TEST POINT 


FT. 


INDICATED 
TEST PRESSURE (f) 


PSIG. 


TIME AND DATE 
TEST ENDED 




MAX. ELEVATION 
IN TEST SECTION 


FT. 


TEST PRESSURE 
AT MAX. ELEVATION^ 


PSIG. 


ACTUAL DURATION 
OF TEST 




MIN. ELEVATION 
IN TEST SECTION 


FT. 


TEST PRESSURE 
AT MIN. ELEVATION (3) 


PSIG. 



PART II - TEST DATA 



TO BE PREPARED BY PERSON SUPERVISING 
TEST AT TIME OF TEST. 



NOTE: MINIMUM TEST PRESSURE AND DURATION ARE 

NOT TO BE CHANGED WITHOUT WRITTEN APPROVAL. 



TEST FLUID USED 



PIPE SPEC VERIFIED (SEE PART I) 



PIPE FOOTAGE VERIFIED (SEE PART I) 



MAKE. RANGE Ik SERIAL NO. 
OF RECORDING GAUGE 


DATE LAST 
CALIBRATION 


MAKE, RANGE & SERIAL NO. 
OF DEAD WEIGHT TESTER 


DATE LAST 
CALIBRATION 


TEST SUPERVISED 




APPROVED 






BY: 




BY: 


DATE: 



PUT SCHEMATIC SKETCH ON BACK OF THIS SHEET: 

SHOW LOCATION OF FACILITY TESTED, MIN. & MAX. ELEVATION IN FEET, MILE POINTS, VALVE NUMBERS AND INCORPORATED AREAS. USE 
AN ADDITIONAL SHEET IF NECESSARY (SHOW REFERENCE NUMBERS ON FACE OF ALL DRAWINGS AND ATTACHMENTS). FOR STATION PIPING 
FABRICATED UNITS AND SHORT SECTION OF PIPE. ALSO SHOW A DETAILED SKETCH OF EACH ASSEMBLY TESTED. 



DISTRIBUTION 



DIST GAS SUfT JOB FILE 
OIV. GAS SUPT. 
GC GAS - ASSIGNED JOBS 
GAS SYSTEM DESIGN (2) 
PLANT ACCTG (WITH 

FOREMAN'S COPY OF JOB) 
PIPELINE HISTORY FILE 
• REPORT FAILURES UNDER 
TEST TO GAS SYSTEM DESIGN 
AND GAS DISTRIBUTION DEPT'S. 



(1) LOWEST PRESSURE ON TEST GAUGE AT ANY TIME DURING TEST. 

121 SiilTf^fJ. STAT,C HEA *> DUE TO ELEVATION DIFFERENCE (BETWEEN TEST PT AND MAX. ELEVATION) 
FROM INDICATED TEST PRESSURE. 

<3 ' IN^ICAT^D ' E^'HEsSU IE ELrVAT,ON DIFFERENCE (BETWEEN TEST PT AND MIN. ELEVATION) TO 



IF" - " 03 fczL 

GiftS CONSTRUCTION DEPARTMENT 
JOB STATUS MEMORANDUM 



Job Number GM 4701843 

S d u rce Doc u m e n t N u rn ber 2 3 4 G 
Date Pre oa red November 8 » 1988 



"o Division Manager of Peninsula Division, Golden Bate Region 



This is to notify you of the status of the above job covering; 
30" Li 32 REPAIR" 
BUNKER HILL RD S„M„ 



Start Date 11/02/88 
Release Date 
Com p I e t i on Da t e 

These dates are being reported by General Construction to Construction 
Accounting on the R200 series Job Progress Markup Reports. 



J. POPE 

Manager, Gas Construction Department 

By General Foreman: Sanchietti 
BRISBANE 



DISTRIBUTION; X Division Manager' 

X Construction Accounting 

X Manager In Charge 

X Field Job File 



NDTEs Prepare only one fors if the Starting, Release, and Completion dates are the sate OR are consecutive dates. 



PG-vE 

General Construction 

62-3042 . l as Ret 



TO 







3Qi e 



PARTIAL ASSIGNMENT LETTER 



division (2 Bvlre ft(_ Oo Q5QE 1 ) ( yirr^ (nh b 

D E P A R T M E N TjSjh^ 



\V3-8S 



DATE 



SUBJECT: Assignment of a portion of: 



WORK PACKAGE 






NUMBER 




JOB ORDER 


PREFIX 


NUMBER 


SUF 






3 



Report to: 



RESPONSIBILITY CENTER 


ORIGINATING 


CHARGED 


DIV 


CENTER 


DIV 


CENTER 






6'Z 


693 



The following work is hereby assigned to you for completion. All charges should be made directly to this job. 



WORK 
PACKAGE 
ACTIVITY 


c 


.1 

R 

C 

D 
E 


FACILITY 


ACTIVITY 


SUB 
ACTIVITY 


SPECIAL 
ID 
CODE 


DESCRIPTION of WORK 


REQUIRED 
COMPLETION 
DATE 


ESTIMATED 
LABOR 
COST 


Job 
D'St'ibution 


DIV 


1.0 


ACCOUNT 


SUB 
ACCOUNT 






01 










Repaid LrM& fluhi Ln ) (<)lVU Mar 












































































































































*kjr 







Status of Material. On hand? Yes No d Other comments: 



ASSIGNED BY 



COORDINATORS 
TO CONTACT 



J 070 TK\hiy?TT/P>L 



. NAME . 

. ADDRESS _ 

TEL. No. 
-CO. LOCAL. 

- P.T. &T. . 



ASSIGNED TO 



Remarks: TO BlC£ LUIL^ ■ LkM h 



DISTRIBUTION: 

ORIG— Assignee Division 
COPY-Ptant Accounting Dept. 
COPY- Job File 




Signei 
Division. 



Department Gj^__GiaSfl^iCX<_023. 



